From: 

Sent: 

To: 

Subject: 

Attachments: 


Ilnicki, Maria <Maria.Ilnicki@umassmed.edu> 
Monday, September 19, 2011 1:49 PM 
Khan, Annie (DPH) 

FW: Scanned from a Xerox multifunction device 
Scanned from a Xerox multifunction device001.pdf 


Annie, this is it. I hope you have all you need or at least a good beginning. 
-Original Message- 

From: DoNotReplv@umassmed.edu [ mailto:DoNotReplv@umassmed.edu ] 
Sent: Monday, September 19, 2011 1:48 PM 
To: llnicki, Maria 

Subject: Scanned from a Xerox multifunction device 


Please open the attached document. It was scanned and sent to you using a Xerox multifunction device. 

Attachment File Type: pdf 

multifunction device Location: MTP II Facillities 
Device Name: XRX0000AABC0497 

For more information on Xerox products and solutions, please visit http://www.xerox.com 
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